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MUNICIPAL ORDINANCES, RULES, AND REGULATIONS 
PERTAINING TO PUBLIC HEALTH. 



MAHANOY CITY, PA. 

Cow Stables— Construction and Maintenance — Care of Manure. (Ord. June 3, 

1913.) 

Section 1. No cow stables shall be kept or maintained within the borough of 
Mahanoy City so near to any dwelling house or other building as to render the ordi- 
nary use or occupation of such dwelling house or other building physically uncom- 
fortable to the inhabitants or occupants thereof, or so near as to interfere with the 
reasonable enjoyment of such dwelling house or other building. 

Sec. 2. No cow stable shall be kept or maintained in the borough of Mahanoy City 
unless all of the following conditions and requirements be strictly complied with, viz: 

(1) The cow stable must be provided with adequate ventilation, and at least 600 
cubic feet of air space must be provided for each cow. 

(2) Stable floors must be water-tight, must be properly graded and well drained, 
and must be made of some nonabsorbent material, such as cement. 

(3) Manure gutters must be provided not less than 6 inches deep constructed of 
some nonabsorbent material. 

(4) The platform on which the cow stands must be made of some nonabsorbent 
material and so constructed that manure and urine will drop into the gutter, and it 
must be well lighted and kept clean at all times. 

(5) Manure must be removed from the stable at least once each day and the floors 
must be swept and kept free from dirt, rubbish, and decaying animal or vegetable 
matter. 

(6) All liquid matter must be removed from the stable daily and must not at any 
time be allowed to overflow or saturate the ground under or around the cow stable. 

(7) Manure when removed from the stable must be immediately hauled away out 
of the borough, or be stored in a water-tight receptacle outside of the stable constructed 
of some nonabsorbent material, which receptacle must be tightly covered at all times, 
except when manure is being put into or taken out of it. 

(8) Manure stored in a receptacle must be removed therefrom at least once a month 
and hauled away out of the borough. 

(9) Enough windows must be installed for the satisfactory lighting of the stable — 
2 square feet of window light to each 600 cubic feet of air space to represent the mini- 
mum. 

Sec. 3. Any person who shall violate any provision of sections 1 or 2 shall upon 
judgment against him or her therefore pay a fine of not less than $10 nor more than $20 
for the use of the borough, and, in default of the payment of the said judgments with 
costs, may be sentenced and committed to the borough lockup for a period not exceed- 
ing 5 days or to the jail of the county of Schuylkill for a period not exceeding 30 days. 
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